June 10, 1949; 20 miles SW of Boston, Mass (BBU)
USAF pilot Kirschbaum flying T-6 with 58th FI Sq saw a white tubular 100 ft long flying at 100 mph, chased but lost. (Project 1947; FUFOR Index)

